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Message Text 


UNCLASSIFIED 

PAGE 01 BONN 16489 081008Z 

43 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

031120 

R 08095 8Z OCT 75 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3462 

UNCLAS BONN 16489 

E.O. 11652: N/A 
TAGS: BFOL, GW 

SUBJECT: ADS REQUEST - NATIONAL RAISIN CO., SAN FRANCISCO 
CALIF. 

FOLLOWING FIRMS HAVE EXPRESSED INTEREST: 

1. HARTWICH & KADEN (CIF AGENTS) 

2000 HAMBURG 1 1 
DEICHSTRASSE 17 

CONTACT: HERR PETER KADEN, PARTNER. VERY INTERESTED. 

2. HEINZ-GUENTHER SCHUMACHER (IMPORT AGENT, BROKER) 

2000 HAMBURG 70 

LITZOWSTRASSE 18 

CONTACT: HERR JAN-PETER ADAMETZ 

3. NEUFORM-VEREINIGUNG DEUTSCHER REFORMHAEUSER EGMBH 
ZWEIGNIEDERLASSUNG/IMPORTBUERO 

2000 HAMBURG 54 
JACOBSENWEG 6 

CONTACT: HERR HORST HENSCHEL 

4. WERNER TERLUNEN, HANDELSVERTRETUNGEN 
4660 GELSENKIRCHEN-BUER 

NOLLENPAD 63 
CONTACT: HERR TERLUNEN. 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BONN16489 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750349-0355 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 071 /aaaaclmv.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 SEP 2003 by MaustMC>; APPROVED <18 FEB 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST - NATIONAL RAISIN CO., SAN FRANCISCO CALIF. 

TAGS: BFOL, GE 
To: COM 
Type: TE 
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